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Figure 1. Rhadamanthus involutus J. C. Manning & Snijman. —A. Inflorescence. —B. Bulb and mature leaves. —C. 
Flower, view from above. —D. Flower, lateral view. —E. Anther after dehiscence. —F. Gynoecium. —G. Mature capsule. 
—H. Seed. Seale bars: A, B = 1 em: C-H = 1 mm. Drawn by John C. Manning. Based on Snijman & Manning 1525. 


